ONE YEAR LIMITED WARRANTY 



Purchase Date ltem# (above upc code) 

This Limited Warranty is effective upon purchase. Please complete 
the attached Registration and return to Lentek International. 



1. Lentek International warrants this product to be free of manufac- 
turing defects. Should any such defect develop or become evi- 
dent within one year from the date of purchase, Lentek 
International will replace the entire product or, at its option, 
repair or replace the defective part(s) without charge. 

2. To return, securely pack the entire unit. Be sure the carton clear- 
ly identifies your name and address. Attach a letter or card 
describing the defect. Original receipt of purchase must be 
included in returned package for warranty coverage. 

3. This warranty is void if damage or malfunction is due to abuse or 
failure to operate product in accordance with instructions and on 
recommended electrical current. 

Mail prepaid via insured parcel post to: 

LENTEK RETURNS 
3600 COMMERCE BLVD. • DOCK #7 
KISSIMMEE, FL 34741 



LENTEK INTERNATIONAL INC. 

3700 Commerce Blvd. • Kissimmee, FL. 34741 
Phone: 407-857-8786 
Fax: 407'857«4045 
Toll Free: 888-3LENTEK (353-6835) 
Email: customerservice@ lentek.com 
vwvw.lentek.com 



y call 



888-3-LEMTEK 



© 2003 Lentek International. All rights reserved. 

All specifications are subject to change without notice. 
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Enjoy! 

Lou Lentine 
President 



• Keep out of reach of children. 

• Never carry unit by AC adapter cord or yank it to 
disconnect from receptacle. 

• Keep AC adapter cord away from heat, cold, oil, and 
sharp edges. 

• Disconnect the unit from receptacle and/or remove 
batteries when not in use, before servicing, or when 
changing bulbs. 

• Do not insert foreign objects into this unit. 



This unit is not weather proof. To avoid risk of fire or 
electrical shock, do not use where it may be exposed 
to water or moisture, including on roofed but open 
porches. Do not leave out in rain. 

Technical Specifications 

Dimensions: 5 in (W) x 3 in (D) x 8 1 /4 in (H) 
Approx. 

UVA Light Bulb: F4T5BL 

Power Source: 4 'D' cell batteries or optional 
AC adapter (6VDC 500 MA) 
not included 



Cleaning the Mini E-Trap® 

The Mini E-Trap & should be cleaned whenever it is dusty 
or dirty. 

1 . Turn power OFF and disconnect if using 
power adapter. 

2. Wipe with damp cloth. 

^ Caution: Do not submerse in water. 



Replacing the lamps 

1 . Turn power OFF and disconnect 
if using power adapter. 

2. Remove battery cover 

3. Loosen screws at the back 
of unit as shown in Fig.1 . 

4. Remove front cover. 

5. For first time installation, skip to 
step 6. Unscrew the lamp in the 
direction as shown in Fig.2, 
and remove. 

6. Replace with new lamp. 

7. Replace front cover. 

8. Replace screws removed in 
Step 3, see Fig.1. 

9. Replace battery cover. 




THE TECHNOLOGY BEHIND THE MINI E-TRAP : 



Thank you for your purchase of the Mini E-trap® by 
Lentek. 

How the Mini E-trap" differs from a "Bug Zapper": 

Similar to a "Bug Zapper", the high density ultraviolet 
lights attract flying insects to the trap. BuL.here's how 
the Mini E-trap 1 differs from a "Bug Zapper. " As the 

insect nears the reflective grid located at the rear of the 
cabinet, it experiences a continuous low voltage shock 
that temporarily disables the insect. It then drops down 
into the collection drawer. You then simply remove the 
collection drawer and discard the insects into the trash. 

Complies with FDA criteria for use in food establishments 
when installed in an acceptable manner according to the 
1999 food code, reference no. 6-203.13 

INDOORS: 

Precaution: This device should not be installed directly 
over surfaces where food is exposed, processed, or prepared. 
To aid in the reduction of house-fly population, use this 
device in conjunction with sanitary practices. 

OUTDOORS: 

For outdoor residential and recreational use. This device does 
not control black flies, mosquitoes, or other biting flies. 

1 



YOUR NEW MINI E-TRAP* INCLUDES THE 
FOLLOWING: 




The first thing you will need to do is locate a spot to 
place the Mini E-trap® so that it is closest to the problem 
area, but far enough away from people and activities. 
The E-trap attracts the insects with ultraviolet lights. This 
unit works best in a dark location. 

NOTE: 

For purpose of safety, the lamps is not installed into the 
unit in the package. For the lamp installation proce- 
dures, please refer to the "Replacing the Lamp" later in 
the manual. 



EMPTYING YOUR UNIT: 



1) Locate the Collection Drawer on the bottom front of 
the unit. Using the lip on the bottom, slide the 
drawer all the way out. 

2) Empty the dried bugs into the trash. 



3) Replace the drawer. 



